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The journal Energies retracts the article “Investigation and Evaluation of the Hybrid System of Energy Storage for Renewable Energies” [1] cited above. Following publication, concerns were brought to the attention of the publisher regarding overlap with a previously published manuscript [2] with a different authorship group and published in another language. Adhering to our complaint procedure, an investigation was conducted by the Editorial Office, members of the Editorial Board, and the Editor-in-Chief that confirmed a significant overlap. This article [1] is therefore retracted.



This retraction was approved by the Editor-in-Chief of Energies.



Maytham T. Qasim agrees to this retraction. Luis Andres Barboza-Arenas, Rosario Mireya Romero-Parra, Zbigniew Leonowicz and Radomir Gono disagree to this retraction. The remaining authors did not provide a comment on this decision.
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